19970919 .ba v01_n681.bam.970919 v01_n682.bam.970919 


>From ???@??? Fri Sep 19 02:51:57 1997 

Message-Id: <199709190502.AAA10300@sco.theporch. com> 
Date: Fri, 19 Sep 1997 00:02:35 CDT 

Subject: BOATANCHORS digest 1681 


BOATANCHORS Digest 1681 
Topics covered in this issue include: 


1) General Electronics Transmitter 
by "William L. Fuqua III" <wlfuqu00@pop.uky.edu> 
2) Re: Drake 2-A Problems 
by Scott Robinson <spr@earthlink.net> 
3) WTB: MM-1 mic 
by "Cal J. Eustaquio" <ceustaqu@polymail.cpunix.calpoly.edu> 
4) Knobs FS 
by don merz <71333.144@compuserve.com> 
5) PRC-47 hints, mods needed 
by Tom Norris <badger@telalink.net> 
6) Updated: 1997 Auction Results - AWA meet 
by "John H. Dilks III" <oldradio@worldnet.att.net> 
7) How many 451S-1 made? 
by n5off@w5ddl.aara.org 
8) HP 8601A Sweep Gen FS 
by n5off@w5ddl.aara.org 
9) WTB: 1960, 1964 Allied Catalogs 
by Jack Harper <jharper@bs2000.com> 
10) BA..TTY 
by Edward Zeranski <ejz@nosc.mil> 
11) Use the Damn 3B28's 
by "Larry" <rau@wco.com> 
12) Check under bench Need $40 HQ 170 ! 
by "Larry" <rau@wco.com> 
13) Wanted: Sylvania 1G6G 
by Lenox Carruth <carruth@swbell.net> 
14) HQ-170A - VHF 
by "Allan Fritsche" <fritsche@classic.msn.com> 
15) Radio Handbook, Wm Orr, early editon? 
by Ray LaRue <raylarue@gte.net> 
16) Re: Best BA RX is under the table 
by Ed Tanton <n4xy@bellsouth.net> 
17) Pierson-DeLane?? 
by Brian Bjerkelund <brianbj@compuserve. com> 
18) Re: National HRO-60 HC-10 SSB (product detector) adapter module 
by "Lawrence R. Ware" <lrware@pipeline.com> 
19) ARC5 RCVRS AND CONNS GONE 


by arc5@ix.netcom.com 
20) 811s5,812,866 
by laffitte@prtc.net (laffitte) 
21) Collins Reflector - *xMY ERRORx 
by Michael Crestohl <mc@shore.net> 
22) RBB/RBC Setup 
by don merz <71333.144@compuserve.com> 
23) chassis from sheetmetal 
by "Eric A. Jones" <eaj@hiwaay.net> 
24) Re: Upload of Coil ver.2 (inductance calculator) 
by Bob/WBOAUQ <brainbol@lawrence.ks.us> 
25) HELP-- BC-610 NEW IN CRATE 
by arc5@ix.netcom.com 
26) Re: Use the Damn 3B28's 
by Ken Gordon <keng@uidaho.edu> 
27) Re: National HRO-60 HC-10 SSB (product detector) adapter module 
by berg stephen erik <z931086@corn.cso.niu.edu> 
28) 6E5 needed 
by Bob Roehrig <broehrig@admin. aurora. edu> 
29) eico 666: need meter + charts 
by Ethan Emeson <ethan@olywa.net> 
30) AN/GRR5 questions 
by TubsC@aol.com 


Date: Thu, 18 Sep 1997 15:21:17 -0400 (EDT) 

From: "William L. Fuqua III" <wlfuqu00@pop.uky.edu> 
To: boatanchors@theporch.com 

Subject: General Electronics Transmitter 
Message-ID: <199709181921.PAA14247@pop.uky.edu> 


I'm looking for a General Electronics Transmitter like the 
one I had as a novice in '62. It had a 6CL6 oscillator driving 
a 807. The grid was untuned and plate circuit had a plug-in coil 
link coupled to the antenna. Don't remember the model. 


73 
Bill wa4lav 


William L. Fuqua III P.E. E-mail WLFUQUQQ@POP.UKY.EDU Phone (606) 257-4155 


Department of Physics and Astronomy CP-177 Chem. Phys. Bldg. 
University of Kentucky , Lexington, Ky 40506-0055 


Date: Thu, 18 Sep 1997 12:21:33 -0700 

From: Scott Robinson <spr@earthlink.net> 

To: ttaylor@Adobe.COM 

Cc: Old Tube Radios <boatanchors@theporch. com> 
Subject: Re: Drake 2-A Problems 

Message-ID: <34217F3D.391A5D7F@earthlink.net> 


Tom wrote: 


I've made many resistance and capacitance checks between the two 
radios. 

The values are nearly equal. I'm kind of stuck at this point and need 
a 

few ideas to break the log jam. What could be loading the B+ 
resulting in 

such low B+ voltage? 


VVVVV VV 


Now, the entire cause of all of humanity's woes isn't leaky capacitors, 
but I'd replace the coupling cap into the audio output stage if I were 
you. If it's leaky, the output tube will draw way too much current, 
pulling the B+ down. To verify this, measure the output tube cathode 
voltages on the two receivers (presuming htat stage is cathode biased). 
The boad one will have a cathode voltage perhaps twice what it should 
be. 


You might also check the B+ filter network dropping resistors-the 2W or 
bigger ones in case one has gotten toasted. 


Regards, 


Scott Robinson 
spr@earthlink.net 


Junque is GOOD for you! 


Date: Thu, 18 Sep 1997 12:28:44 -0700 (PDT) 

From: "Cal J. Eustaquio" <ceustaqu@polymail.cpunix.calpoly.edu> 

To: boatanchors@theporch.com 

Subject: WTB: MM-1 mic 

Message-ID: <Pine.HPP.3.96.970918122745 .5422B-100000@monet.artisan.calpoly.edu> 


As above. Must be in excellent condition. Please state price. Cal. 


Date: Thu, 18 Sep 1997 06:32:16 -0400 

From: don merz <71333.144@compuserve.com> 

To: boatanchors@theporch.com 

Subject: Knobs FS 

Message-ID: <199709180635_MC2-20EC-AD23@compuserve. com> 


BA Knobs For Sale 


CONTACT: Don Merz, N3RHT: 47 Hazel Drive, Pittsburgh, PA 15228. 
412-234-8819 (weekdays, EST or leave a message anytime). 
71333 .144@compuserve.com 


RCA AR-88, RBM, RBS, others: Large knob used for Selectivity, Range, 
BFO, Ant, AVC, etc. $5 each (2) 

RCA AR-88, RBM, RBS, others: Small knob used for Tone and Noise 
Limiter. $3.50 each (4) 

Military BC-348 round metal knobs with fluted edge and arrow 
inscribed on face. $2.50 each (2) 

National black plastic round knob with fluted edge and metal skirt 
marked 5-4-3-2-1-0-1-2-3-4-5 over 180 degress. Used on HRO 60 CWO, 
and etc. $4 

National gray plastic round knob with fluted edge and no skirt used 
on HFS, NC-173 for Ant Trim and much else. $3 each (2) 

Military BC-342 Crystal Phasing knob. $2.50 

Military BC-342 ?? This knob is the same size and shape as the BC-342 
tuning vernier and Volume controls but it has no skirt and no VOL 
on it and no hole on the middle for the tuning vernier screw. $2 

Millen bakelite rectangular bar knob with metal skirt marked 10-9-8- 
7-6-5-4-3-2-1-0. Used on 90800 transmitter and others. $4.50 

Millen bakelite rectangular bar knob with small metal pointer. Used 
on Millen scopes and much else. $4.50 

Heathkit round gray plastic knob with plastic skirt that has an index 
line on it. Earlier heath test gear uses these. $2 

RME round knob with wide scallops at edges and short metal pointer. 
Used on the RME 45, 70, 84, and preselectors. $3.50 

Hallicrafters small round knob, very plain, with index dot. Used on 
SX-25, SX-24, S-20R and many others. $3 

Sprague Tel-Ohmike black plastic pointer knob with index line and plastic 
skirt. Used only on some Tel-Ohmikes. $3 


CONTACT: Don Merz, N3RHT: 47 Hazel Drive, Pittsburgh, PA 15228. 
412-234-8819 (weekdays, EST or leave a message anytime). 
71333 .144@compuserve.com 


Date: Thu, 18 Sep 1997 15:51:58 +0100 

From: Tom Norris <badger@telalink.net> 

To: boatanchors@theporch.com 

Subject: PRC-47 hints, mods needed 

Message-ID: <2.2.32.19970918145158 . 0069bf£20@telalink.net> 


Just got a nice clean PRC-47 from a listmember, and was 

wondering where to look for accessories such as legs, whip 

and cables (other than Fair Radio) and I seem to remember 

a LSB mod discussed here a few months ago. I wasnt able 

to find it in the semi-search of the archives I did over the weekend. 


Anyone got any hints, suggestions, etc that I might need to 
look out for in this radio? 


Well, this little guy is only a PARTIAL BA, but it xdoesx have 
a few tubes in the TX. 


Tom KA4RKT 
badger@telalink.net 


Date: Thu, 18 Sep 1997 21:54:07 +0000 

From: "John H. Dilks III" <oldradio@worldnet.att.net> 
To: boatanchors@theporch.com 

Subject: Updated: 1997 Auction Results - AWA meet 
Message-ID: <19970918215358 . AAC21235@LOCALNAME> 


Exclusive Report! With Photos! 


The 1997 Auction Results - AWA meet in Rochester, NY 
by Ludwell Sibley, KB2EVN 


Now on the New Jersey Antique Radio Club Page: 
Updated! here is the URL... http://www.eht.com/oldradio 


73', K2TQN Webmaster 


| http: //www.eht.com/oldradio 


| Exclusive Report! 1997 AWA meet in Rochester -- Auction Results. 
| Updated September 17, 1997 - Please visit. 


Date: Thu, 18 Sep 1997 21:59:35 UTC 
From: n5off@w5ddl.aara.org 

To: boatanchors@theporch.com 
Subject: How many 451S-1 made? 
Message-ID: <86693@w5ddl.aara.org> 


Anyone know how many of these receivers were made? I saw an ad for 
them in the 1984 WRTH. 


Osterman has written its < 10 units. 


Any comments? 


Reply to: 
Email (home) n5off@w5ddl.aara.org 
Email (home) trinit69@idt.net 


Lafayette, LA 
R-390A Repro Nametags Available FS 


Date: Thu, 18 Sep 1997 22:01:08 UTC 

From: n5off@w5ddl.aara.org 

To: boatanchors@theporch.com 

Subject: HP 8601A Sweep Gen FS 

Message-ID: <86695@w5ddl.aara.org> 

I am posting this for a friend who has no email. 
Call him at 419-255-6220 

HP 8601A Sweep Generator, 100 kcs to 100 Mcs 


$400 + shipping 


It is the size of a large shoebox and weighs in at about 15 lbs. 


73 Tom 


Reply to: 
Email (home) n5off@w5ddl.aara.org 
Email (home) trinit69@idt.net 


Lafayette, LA 
R-390A Repro Nametags Available FS 


Date: Thu, 18 Sep 1997 14:28:02 -0600 

From: Jack Harper <jharper@bs2000.com> 

To: Old Tube Radios <boatanchors@theporch.com> 

Subject: WTB: 1960, 1964 Allied Catalogs 

Message-ID: <3.0.1.32.19970918142802 .00756cf0@teal.csn.net> 


Please let me know if you have a spare... 
Regards 


Jack, KCOLR (Friend to all things Hammarlund) 
Jack Harper Bank Systems 2000, Inc. 
303-277-1892 Golden, Colorado USA 


"21st Century Financial Applications" 
Optical Cards for Bank, EBT, and Medical Applications 
Visit our Web Page: http://www.bs2000.com/talos (Last Update: 970520) 


Date: Thu, 18 Sep 1997 15:57:09 -0700 

From: Edward Zeranski <ejz@nosc.mil> 

To: boatanchors@theporch.com 

Subject: BA..TTY 

Message-ID: <3.0.1.32.19970918155709.00693d£4@marlin.nosc.mil> 


A friend, Chuck W6THQ, has some TTY equipment available that belonged to 
his dad, WT7P, now SK. The machine which I believe is a 28 was working and 
according to Chuck in good shape. The TTY is available here in San Diego to 
any interested party who will use it. Email me if interested or call Chuck 
at Mission Electronics 619-225-0088. Chuck is one of those poor souls who 
has to live with memory of selling his 75A4 w/filters for $125. 


Ed Zeranski This is a private opinion or statement. 


home email: ezeran@cris.com 


Date: Thu, 18 Sep 1997 16:55:00 -0700 

From: "Larry" <rau@wco.com> 

To: "boatanchors" <boatanchors@theporch. com> 
Subject: Use the Damn 3B28's 

Message-ID: <199709182257 .PAAQ6987@shell .wco.com> 


Good 866's won't wreck your rig ...but not knowing how to use or handle 
them sure can. An old ones are not fun friends. 


The man in Minnesota is right, you gotta warm them up!... and if you move 
or remove them...let them sit vertically for a good long time ( in the 
radio) beforeyou even turn on the filaments...after disturbance the book 
calls for a couple of HOURS with the filaments lit before you hit the B+ 
switch. Really. 


I put 3B28's in my Globe Champ and I would never go back....for the 
following reasons: 


1. 3B28's Greatly reduced HEAT.. this spells longer transmitter life.More 
stability and a cooler shack. 


2. No recifier filament drain... this spells lower operating temperture for 
the power transformer. and longer operating life... which 
means you get to keep you rig original. 

3. No flashbacks 

4. No unglued/unsoldered "plate" caps 

5. No hash.. though in a modern xmtr ( post 1939) this isn't an issue. 

6. No toxic mercury... and no slag build up. 

7. Virtual plug in replacemnt...not a mod a substitute.. and a damn good 


one. 


Here's a question....has anybody ever seen a 3B28 get old and die ? 


Date: Thu, 18 Sep 1997 16:56:33 -0700 


From: "Larry" <rau@wco.com> 

To: "boatanchors" <boatanchors@theporch.com> 
Subject: Check under bench Need $40 HQ 170 ! 
Message-ID: <199709182259.PAAQ7435@shell.wco.com> 


damn things are a hundred + out here in stinking california... whats a poor 
boy to do ? 


larry W6WUH 


Date: Thu, 18 Sep 1997 18:24:39 -0500 
From: Lenox Carruth <carruth@swbell.net> 
To: BA Swap List <baswaplist@foothill.net>, 
"Boat Anchors List (to submit a listing)" <boatanchors@sco.theporch.com> 
Subject: Wanted: Sylvania 1G6G 
Message-ID: <3421B837.5E83@swbell.net> 


I need a Sylvania short envelope 1G6G or 1G6GT to complete my WwW-II mine 
detector. The tubes with the long envelope will not fit. Long envelope 
is about 3 1/8 including bakelite base but not including the pins. 

Short one is probably 3/8 to 1/2 inch shorter. 


Anybody got one? 


Thanks! 


Lenox Carruth, Jr. carruth@swbell.net 
Dallas, Texas 
Collector of WW-II Communications Equipment and Memorabilia 


Wanted: TCS-14 Transmitter, TBX, BD-71, Sextant 


Date: Sun, 19 Oct 97 00:34:12 UT 

From: "Allan Fritsche" <fritsche@classic.msn.com> 

To: boatanchors@theporch.com 

Subject: HQ-170A - VHF 

Message-ID: <UPMAILO3.199709190036050171@classic.msn.com> 


Hello Gang, couldn't resist on this one... My lowly HQ-170A - VHF is 
certainly worth at least 50 dollars as it works perfectly on all bands 

and 6n2.. Now if it's the best Hammer had, thats somewhat doubtful. 

But all in all a pretty nice receiver. And the BEST part, it won't break your 
back when you move it. 


SIGNED, Hurt Back 
Al 
fritsche@msn.com 


Date: Thu, 18 Sep 1997 20:36:59 -0400 

From: Ray LaRue <raylarue@gte.net> 

To: boatanchors@theporch.com 

Subject: Radio Handbook, Wm Orr, early editon? 
Message-ID: <3421C92B.7D45@gte.net> 


I have the 16th and 22nd editions of the above. Anyone have an earlier 
edition they would be willing to sell? It would go into a nice 
technical library in my home in Florida. I promise not to "retire" it. 
I'll use it to build up some of the old projects inside. 

73, 

Ray, WA4BYG 


Date: Thu, 18 Sep 1997 21:00:30 -0400 

From: Ed Tanton <n4xy@bellsouth.net> 

To: bdhall@GHG.NET 

Cc: Old Tube Radios <boatanchors@theporch.com> 

Subject: Re: Best BA RX is under the table 

Message-ID: <3.0.1.32.19970918210030.00a90e30@mail.atl.bellsouth.net> 


You guys ought to try 1) RACAL RA-17 and 2) a 51S-1... both are REAL 
winners!!!! 


At 09:11 AM 9/18/97 -0500, Benjamin D. Hall wrote: 

>>One of 

>>the many posed a question I thought particularly apt: "If the R-390, the 
heir 

>>apparent, is not fit to rule, what is the best all time BA receiver?" 

> 

>Honestly, I don't think there is a single, best BA receiver. For instance, 
>I'll compare three of my favorites: 

> 


>The R-390 series is likely the engineering zenith of tube type radios, but 
>they don't band-scan very well, unless you have some serious wrist muscles. 
> Great for parking on a signel freq in high QRM/N environments. Lack 
>luster audio. 

>The HQ-150 has many goodies, like a nice q-multiplier and crystal filter 
>combo that works wonderfully, but it is only single conversion. A 
>wonderful band scanner with nice audio. 

>The SP-600 series is a nice bandscanner, with nice audio, but no bandspread 
>so tuning it is a sometimes a hair splitting experiance. 

>I've never owned an HQ-170, but from the number of posts on BA about 
>problems with them, I'd guess they aren't as reliable as some BA gear. 

> 

>To be honest, I'm glad there isn't one best BA radio - this way I can make 
>a case to my girlfriend for owning more than one! ;) 

> 

>73, 

>Ben 

>--- 

>Benjamin D. Hall, KD5BYB (yes, the FCC finally issued my call!) 

>Engine and radio collector / operator extraordinaire. 

>Located in Houston, Texas, United States of America. 

>e-mail: BDHall@ghg.net web: http://www.ghgcorp.com/bdhall 


> 

72/73 

Ed Tanton N4XY ~~. EMAIL: nd4xy@bellsouth.net 

189 Pioneer Trail 

Marietta, GA 30068-3466 TEL: (770)579-3933 V/MBX/FAX 

ORP-ARCI #7663. G-ORP #6779 OK-ORP #172  QRP-L #758 

AdvRC #140 NORCAL #1779 NCDXF SEDXC 
Life Member: ARRL AMSAT INDEXA QCWA 


INTERESTS: DX  QRP BoatAnchors Test Equipment Photography 
CW: 99.9% QRP: 95-100% (Mood swings!) Mercury Paddle #0214 


"Think you can, think you can't: either way you're right!" Henry Ford 


Date: Thu, 18 Sep 1997 21:15:09 -0400 

From: Brian Bjerkelund <brianbj@compuserve.com> 
To: BOATANCHORS <boatanchors@theporch.com> 
Subject: Pierson-DeLane?? 


Message-ID: <199709182115 MC2-20FE-FOEF@compuserve. com> 
Hi group...... 


A friend has picked up a "Pierson-DeLane PR15 Special". It's a 15-tube 
boatanchor communications receiver from the late thirties. He found a 
schematic for it on his Ryder CD, but it's a really lousy rendering, most= 
ly 

not legible. 


Does anyone have any info on this one? Other than being made in Los 
Angeles and approx. 1937 vintage, it's an unknown..... 


Thanks, 


Brian, KC7ZDA 
brianbj@compuserve.com 


Date: Thu, 18 Sep 1997 20:03:05 +0000 

From: "Lawrence R. Ware" <lrware@pipeline.com> 

To: boatanchors@sco.theporch.com 

Subject: Re: National HRO-60 HC-10 SSB (product detector) adapter module 
Message-ID: <3.0.32.19970918200208 .006ac620@pop. pipeline. com> 


Not long ago, I wrote: 


>>Afternoon folks, 

>>Anyone have the documentation on this thing? 

>>Thinking about building one for my HRO-60. 

>>I have a rough schematic sent me but nothing else so far. 


Among the responses received: 

>Larry, The HC-10 by Hammarlund is much more than just a prod det. It is 
>basicly the complete tail end of a HQ-170/180 starting with an input IF 
>of 455-500KC (adjustable). 

<snip> 


>There was an article in Elec Radio a couple yrs ago 
>on a simple product det(for HRO) that plugged into some adapter socket 


This proves once again that a xlittlex knowledge is indeed a dangerous 


thing... :-) 
Two related pieces of information I added together, and where did I 
end up? Out in left field once again... <sigh> Some day I'll learn. :-) 


I Have a schematic diagram for a "product detector" design that plugs 


into the NBFM socket on the HRO-60. 

I saw a posting in r.r.swamp I think when a gent wanted to sell 

his HRO-60 and a HC-10 SSB adapter as a set. 

Here is where I head for the "field" so to speak... :-) 

Wrong conclusion drawn: The product detector for the HRO-60 is called 
the HC-10... <sheepish grin> 

Several people quite kindly explained my error... :-) 


So what I really need is the notes and documentation for the 
product detector that plugs into the NBFM adapter on my HRO-60. 
This may not even be a National device, probably not in fact. 
Anyone use one of these things? and how do they work with SSB? 
Worth building? Forget it? 


Comments on the darn thing? 
Dangerous minds want to know... :-) 


-Larry Ware 
lrware@pipeline.com 
Orlando, Florida 


Date: Thu, 18 Sep 1997 20:55:19 -0500 (CDT) 
From: arc5@ix.netcom.com 

To: boatanchors@sco.theporch.com 

Subject: ARC5 RCVRS AND CONNS GONE 
Message-ID: <19979182054265491@> 


All receivers and connectors have been spoken-for. 
Thanks, 
Dave AB5S 


Date: Thu, 18 Sep 1997 22:06:26 -0300 
From: laffitte@prtc.net (laffitte) 
To: boatanchors@theporch.com 

Subject: 8115,812,866 

Message-ID: <3421D011.79B8@prtc.net> 


Hi anchorites! 


I need 7 good 6BJ6s, 3 good 6C4s, and 3 good 6AJ5s. For trade I have 
two 811s boxed, 1 812 boxed and two used 866s (the two little rascals 
should be ok and I have a couple of extras in case one of them is not). 
If anyone is interested in this trade let me know. 


TNX and best 73s 
Guido E. Santacana KP4FAR 
BA collector in the tropics 


Date: Thu, 18 Sep 1997 22:16:32 -0400 (EDT) 

From: Michael Crestohl <mc@shore.net> 

To: lblaske@pclink.com 

Cc: boatanchors@theporch.com 

Subject: Collins Reflector - xMY ERRORx 

Message-ID: <199709190216.WAA20367@northshore.shore.net> 


Hello Lee: 
Sorry - I was sloppy - its listserv@listserv.tempe. gov 
73, 


Michael 


Date: Thu, 18 Sep 1997 22:31:25 -0400 

From: don merz <71333.144@compuserve.com> 

To: boatanchors@theporch.com 

Subject: RBB/RBC Setup 

Message-ID: <199709182235 MC2-2105-2A4F@compuserve. com> 


My friend Mel Stoller in Rochester NY is having some health problems and 

is selling some things that he can't ship. I'm not sure what all is there 

(and I don't think Mel knows either!) but he definitely has an RBB/RBC 

radio setup with one power supply. The radios are gray and appear original. 
The supply has been modified with all new connectors. The one supply runs both 
rtadios simultaneously and they are working. 

He wants $300 for that setup. But maybe he'll negotiate. Pick up only in 
Rochester NY. If interested, call Mel at 716-671-0776. 


Don't call me and e-mailing me is a waste of time because evrything I could 
tell you is in this posting. 

Good luck. 

73, Don 


Date: Thu, 18 Sep 97 21:40:32 PDT 

From: "Eric A. Jones" <eaj@hiwaay.net> 

To: boatanchors@theporch.com 

Subject: chassis from sheetmetal 

Message-ID: <MAPI.Id.0016.00616a20202020203030303330303033@MAPI.to.RFC822> 


from eaj@hiwaay.net 


A couple more thoughts about bending up boxes from sheetmetal: the stan= 
dard allowance for a 90 bend is 1/8" I won't try to guess how many time= 
s I'm come up short forgetting that . 

One local shop has a spotwelder to form boxes. The problem is, they wan= 
t WAY too much for the work and I don't have an "in" so as to get free = 
access . . . we still bend up our own safety-drain pans, and solder the = 
corners and pipe stub on them. 
You have to etch the zinc coating off with muriatic acid in order to soft= 
-solder (50/50 sticks) sheet steel. Use a LARGE copper iron heated in = 
propane or such, or use a 500 watt electric iron as I do. 
If you're not trying for watertightness, sweating down a tab is easy, lon= 
g as you DON'T try using a little bitty electronic soldering gun. Rememb= 
er to neutralize the acid when you're thru, cause it won't stop otherwise= 

. IT use "aluminum" spray paint for looks, when the pan is going to = 
be seen. 

Hope these tips are of some help. de NATGC 


Date: Thu, 18 Sep 1997 21:56:25 -0500 

From: Bob/WBOAUQ <brainbol@lawrence.ks.us> 

To: Multiple recipients of list <boatanchors@theporch.com> 
Subject: Re: Upload of Coil ver.2 (inductance calculator) 
Message-ID: <3421E9D9.1163@lawrence.ks.us> 


Jeff, 


Could not locate the file in /pub/hamradio/ham-utils directory. 
Tried /dos/ham-utils also but no luck finding coil200.zip. 


73% 


Bob/WBOAUQ FISTS #1905 
email: brainbol@lawrence.ks.us 


Date: Thu, 18 Sep 1997 22:02:56 -@500 (CDT) 
From: arc5@ix.netcom.com 

To: boatanchors@sco.theporch.com 

Subject: HELP-- BC-610 NEW IN CRATE 
Message-ID: <199791822157512382@> 


Need opinions. This is not my field and 

I don't know any transactions from which to draw information. 

What's a new-in-the-crate Hallicrafters BC-610 sell for these days?? 
Please reply email. 


Thanks, 
Dave AB5S 


Date: Thu, 18 Sep 1997 20:15:19 -0700 (PDT) 

From: Ken Gordon <keng@uidaho.edu> 

To: Larry <rau@wco.com> 

Cc: Old Tube Radios <boatanchors@theporch.com> 

Subject: Re: Use the Damn 3B28's 

Message-ID: <Pine.BSF.3.95.970918201445 .13621C -100000@piobaire.mines.uidaho.edu> 


> 7. Wirtual plug in replacemnt...not a mod a substitute.. and a damn good 
> one. 
> 


> 
> Here's a question....has anybody ever seen a 3B28 get old and die ? 
> 


NEVER! 


Ken W7EKB 


Date: Thu, 18 Sep 1997 22:14:05 -0500 (CDT) 
From: berg stephen erik <z931086@corn.cso.niu.edu> 
To: "Lawrence R. Ware" <lrware@pipeline.com> 


Cc: Old Tube Radios <boatanchors@theporch.com> 
Subject: Re: National HRO-60 HC-10 SSB (product detector) adapter module 
Message-ID: <Pine.3.89.9709182249 .A18501-0100000@corn.cso.niu.edu> 


I have an older edition of the ARRL sideband handbook. In it is a plug 
in detector for the National receivers. It uses a B&W phase splitter, 
but I cannot remember what tubes it uses. It was intended for use 
detecting ssb signals, using the NBFM socket. I never built it. My 
HRO-50T1 always did a decent job of detecting ssb, as far as I was 
concerned. I used it for years on 6 meter ssb and cw. 


If you're interested, I can go look it up. 
73, 
Steve WA9JML 


Z931086@corn.cso.niu.edu 


Date: Thu, 18 Sep 1997 22:30:53 -0500 (CDT) 

From: Bob Roehrig <broehrig@admin.aurora.edu> 

To: Boatanchors <boatanchors@sco.theporch.com> 

Subject: 6E5 needed 

Message-ID: <Pine.ULT.3.96.970918222956.7325B-100000@admin. aurora. edu> 


Anyone got a good 6E5 they would part with? I have numerous other 
tubes to trade. 


E-mail broehrig@admin.aurora.edu 73 de Bob, K9EUI 
CIS: Data / Telecom Aurora University, Aurora, IL 
630-844-4898 Fax 630-844-5530 


Date: Thu, 18 Sep 1997 20:00:41 -0700 
From: Ethan Emeson <ethan@olywa.net> 

To: BA list <boatanchors@theporch.com> 
Subject: eico 666: need meter + charts 
Message-ID: <3421EAD9.439A3D97@olywa.net> 


Yup- I need a meter for an eico 666 and test copy of test settings. 
Thanks, 


Date: Fri, 19 Sep 1997 00:13:03 -0400 (EDT) 

From: TubsC@aol.com 

To: boatanchors@theporch.com 

Subject: AN/GRR5 questions 

Message-ID: <970918233944_-1598763990@emout11.mail.aol.com> 


Greetings fellow anchorites, 

Im hoping one of the listmembers is familiar with this combo as Im 
having a bit of a problem figuring out just where to go with the power 
supply (PP308/URR). Ive had this set for about two months. When I 
received it, the radio would play for about 30 minutes, afterwhich the 
filament voltage would fall off quite quickly, and the radio would be 
dead 2 minutes later. First I assumed it was one of the electrolytics 
gone bad, but all seem to test OK. 

Now to my first real stupid move... The vibrator (E102) put out ALOT 
of racket, and I thought maybe it was the culprit, so I went to the 
junkbox and found a 6volt vibrator (cringe...), which, after I powered it 
up again, fried two resistors and one of the 6AG7's and the OB2... 

I put the noisy vibrator back in, and replaced the burnt resistors, but 
my input resistance readings on pins A &D of the power recepticle 
are vey high, the manual says to check T101 in this event, but how do 
I tell if it's bad, I get a reading of about 80 ohms. Also, CR101 (rectifier) 
has been replaced with a strip of transistors (4 IN4D01's(?) in series), 
is this a "proper" modification? And, finally, is there a replacement for 
the CK1007? One fellow told me this was a solid state device, but the 
manual id's it as a tube...which is it? 

Can anyone help??? 

Chris Krug KC5IIE 


End of BOATANCHORS Digest 1681 
KK KKK KKK KK KIKI KIA KARR KEK 


>From ???@??? Sat Sep 20 00:09:27 1997 
Message-Id: <199709200139.UAA06537@sco.theporch. com> 
Date: Fri, 19 Sep 1997 20:39:44 CDT 
Subject: BOATANCHORS digest 1682 
BOATANCHORS Digest 1682 


Topics covered in this issue include: 


1) Re: Best BA is under the table 
by bill wilson <billo@nti.net> 
2) Re: HELP-- BC-610 NEW IN CRATE 
by Steve Rohrer <srohrer@sprynet.com> 
3) PORTLAND HAM FAIR 
by Glen Galati <eldim@worldnet.att.net> 
4) Need 3ASP1 scope tube 
by "Terry O'Laughlin" <terryo@wort-fm.terracom.net> 
5) Follow up on things for sale 
by J P Taillebois <jpt1@idirect.com> 
6) RE: Best BA is under the table 
by "L. Mark Pilant - MS:ZK03-4/Y02 DTN:381-1529" <pilant@seesaw.ENET.dec.com> 
7) More HQ-170 
by Dave Wood <W4EJ@coastalnet.com> 
8) Use the Damn 3B28's 
by Roy Morgan <morgan@speckle.ncsl.nist.gov> 
9) Re: Looking for 40 meter crystal for Drake 2-B 
by jackiv@juno.com (John M Iverson) 
10) Surplus Radio Society 
by midshires@cix.co.uk (Andrew Emmerson) 
11) Re: Rack sizes 
by midshires@cix.co.uk (Andrew Emmerson) 
12) Re: Best BA RX is under the table 
by anders@autopsy.csd.sgi.com (Greg Anders) 
13) ADMINISTRIVIA: Over Quoting 
by listown@jackatak.theporch.com (Mail List Owner) 
14) The panadaptor lives... 
by "Lawrence R. Ware" <lrware@pipeline.com> 
15) SP-600 dial slipping 
by winml@juno.com (Lock Pingree) 
16) Need Heath HR-10B schematic, etc. 
by Richard Post <post@ouvaxa.cats.ohiou.edu> 
17) Re: Best BA rx is under the table 
by KA9EGW@aol.com 
18) Part wanted: Collins 32S-3 power/function switch 
by w2ec@VNET.IBM.COM 
19) Re: The panadaptor lives... 
by Scott Robinson <spr@earthlink.net> 
20) WANTED: UTC LS-6L4 transformer 
by "Chuck O'Neal" <coneal@ultranet.com> 
21) Thanks for quick response re HR10©B docs 
by Richard Post <post@ouvaxa.cats.ohiou.edu> 
22) Re: Best BA RX is under the table 
by "James R. Binkley" <w4aos@his.com> 
23) RE: HQ-170 noise, etc. 
by "al parker" <al_parker@kacc.com> 
24) Re: The panadaptor lives... 
by "P. J. Rovero" <provero@connix.com> 


25) Homebrew Xmtr & Rcvr sold at AWA is on the web! 

by "John H. Dilks III" <oldradio@worldnet.att.net> 
26) Re: Best BA RX is under the table 

by "Daniel H. Arney Jr." <kn6di@idt.net> 
27) Book FS 

by Jeffrey Herman <jeffreyh@hawaii.edu> 


Date: Fri, 19 Sep 1997 00:08:55 -0500 

From: bill wilson <billo@nti.net> 

To: boatanchors@theporch.com 

Subject: Re: Best BA is under the table 
Message-ID: <19970919050854852 . AAA148@NOTORIOUS> 


Just my .02 worth about the 170. Yes its a fine rig if you can stand a 
radio that drifts out to sea every time it is turned on (and never quits 
drifting). I've had several 170s and the "A". I'm not knocking the 
Hammarlunds, I've got quite a few here but I can't see the 170 as the zenith 
of the long line theory. The IF coils for one are quite suspect to 
humidity, the materials used were no match to earlier Hammarlunds that used 
the mil-spec type coils. 


The comment that Hallicrafters made them cheaper each time is unfortanate. 
All of the "Big Three" went under for various reasons and they all had lower 
cost sets marketed to the hobbyist market. It's not even fair to put a 
SX-115 next to a 170 for performance but for the reasons we like them, heck, 
buy both and enjoy. (Besides I know someone who got a SX-115 for under $40) 


The comment that a stock R4C is a "cripple" compared to 170 is laughable. 
Again what do you want; nostalgia, performance or a impressive looking set? 
I buy them for all three reasons and keep smiling. 


Regards, 


Bill 
Jacksonville, Al. 


Date: Sat, 20 Sep 1997 01:37:59 -0400 

From: Steve Rohrer <srohrer@sprynet.com> 

To: arc5@ix.netcom.com 

Cc: Old Tube Radios <boatanchors@theporch.com> 
Subject: Re: HELP-- BC-610 NEW IN CRATE 


Message-ID: <34236136.938CBA67@sprynet.com> 


I would say $500 to $600 bux, assuming it has not been sitting on the 
dock 

for 50 years. Would be interesting to know what model it is, and where 
do you find this stuff Dave??? 


73 - Steve KA4RSZ 


> Need opinions. This is not my field and 

> I don't know any transactions from which to draw information. 

> What's a new-in-the-crate Hallicrafters BC-610 sell for these days?? 
> Please reply email. 

> 

> Thanks, 

> Dave AB5S 


Date: Fri, 19 Sep 1997 06:56:43 +0000 

From: Glen Galati <eldim@worldnet.att.net> 
To: boatanchors@theporch.com 

Subject: PORTLAND HAM FAIR 

Message-ID: <19970919065640 .AAA8501@GLENGALA> 


We're going to the Portland Ham Fair... 

Hoodview Amateur Radio Club presents their 3rd Annual. 
September 20th 9am - 5pm 

being held at the '‘Collectors' Market’. 

This is our first year at this Hamfair. 

Weather is suppose to be very good. 

So, we'll be closed on Saturday and 

see you at the Hamfair!! 

73, Glen, KA7BOJ eldim@worldnet.att.net 


Date: Fri, 19 Sep 1997 05:48:12 -0500 

From: "Terry O'Laughlin" <terryo@wort-fm.terracom.net> 
To: boatanchors@theporch.com 

Subject: Need 3ASP1 scope tube 

Message-ID: <199709191045.FAA28055@mendota.terracom.net> 


I just acquired a nice ACL SR-212C receiver with no scope tube. Anybody 
have a spare 3ASP1 or know where I can get a reasonably priced tube. 


73 Terry 0' WB9GVB 


Date: Fri, 19 Sep 1997 07:16:20 -0400 

From: J P Taillebois <jpti@idirect.com> 

To: boatanchors@theporch.com 

Subject: Follow up on things for sale 

Message-ID: <199709191116.HAA17323@nexus.idirect.com> 


Thanks to all of the one who have replied, 
The 32S-1 Man is gone as well as the MAB's 
Left is a mint 75S-1 and 2 R-108 rcvrs 


73 

Jean Paul Taillebois 996 Greenlane court, Oshawa, Ontario,Canada L1K-2C6 
e.mail jpti@idirect.com 

packet: ve3jpt@va3vw 

voice: 905-723-1811 

fax/data:905 723-9156 

Collector: Hallicrafters,Central-Electronic,Gonset, Military BA, antique 
radio memorabilia. 


Date: Fri, 19 Sep 97 08:54:43 EDT 

From: "L. Mark Pilant - MS:ZK03-4/Y02 DTN:381-1529" <pilant@seesaw.ENET.dec.com> 
To: boatanchors@theporch.com 

Cc: pilant@seesaw.ENET.dec.com 

Subject: RE: Best BA is under the table 

Message-ID: <9709191254.AA17577@us2rmc.zko.dec.com> 


> Just my .02 worth about the 170. Yes its a fine rig if you can stand a 
> radio that drifts out to sea every time it is turned on (and never quits 
> drifting). 


Well....Just to add another data point... 
I have an HQ-170 (judging from the serial number, one of the first: 1958 


or 1959) I purchased several months back from another list member (thanks 
Dave). After replacing two components, an open choke to the IF stage and 


a broken slot variable cap, it works fine. 


After turning it on, stone cold, it will drift for about 15 or 20 minutes. 
However, after that it is rock solid. So there are, at least, some which 
do not drift after the initial warm up. 


On the other hand, my R-390A doesn't drift even when fired up cold. :-) 
Although my wrist does get a workout... 


73 


- Mark N1VQW 


Date: Fri, 19 Sep 1997 09:16:28 -0400 (EDT) 

From: Dave Wood <W4EJ@coastalnet.com> 

To: boatanchors@sco.theporch.com 

Subject: More HQ-170 

Message-ID: <199709191316.JAA19770@abaco.coastalnet.com> 


>From Bill Wilson: 


Just my .02 worth about the 170. Yes its a fine rig if you can stand a 
>radio that drifts out to sea every time it is turned on (and never quits 
>drifting). I've had several 170s and the "A". I'm not knocking the 
>Hammarlunds, I've got quite a few here but I can't see the 170 as the zenith 
>of the long line theory. The IF coils for one are quite suspect to 
>humidity, the materials used were no match to earlier Hammarlunds that used 
>the mil-spec type coils. 


Bill, my unit drifted 9KHZ from cold start to finish and was stable as a 
rock after then. You could set your watch by what freq it was at, per unit 
of time, during the drift period. After installation of the famous WA4ZLJ 
"cottonball 

6C4 oscillator mod" this all occured within 45 minutes. Obviously, none of 
the Hammerlund engineering staff ever worked in an atomic clock factory as 
stability was not their forte. I'll still say the notch/slot filter system 
was the best 

I have ever dealt with. Wish my late sand state radios could compete with 
the 170 in that arena. Best Dave 


Date: Fri, 19 Sep 1997 09:52:06 -0400 
From: Roy Morgan <morgan@speckle.ncsl.nist.gov> 
To: boatanchors@theporch.com 


Subject: Use the Damn 3B28's 
Message-ID: <3.0.32.19970919095205 .006a0300@speckle.ncsl.nist.gov> 


>From: "Larry" <rau@wco.com> 


>Subject: Use the Damn 3B28's 


>1. 3B28's Greatly reduced HEAT.. 


Let's assume the 3B28 has zero forward conduction voltage and the 866 has 
20 volts, and they deliver 300ma. 


0.3a x 20v = about 6 watts. Not a lot of heat. 


>2. No recifier filament drain... 


Hmmm... the 3B28's contain a filament: 5 volts at 5 amps, just like the 866's. 


Am I missing something? 
Keep em Glowing! 
Roy, KILKY since 1959 


-- Roy Morgan/Building 820, Room 562/Gaithersburg MD 20899 
National Institute of Standards and Technology 
301-975-3254 Fax: 301-948-6213 morgan@speckle.ncsl.nist.gov -- 


Keep em Glowing! 
Roy, KILKY since 1959 


-- Roy Morgan/Building 820, Room 562/Gaithersburg MD 20899 
National Institute of Standards and Technology 
301-975-3254 Fax: 301-948-6213 morgan@speckle.ncsl.nist.gov -- 


Date: Wed, 17 Sep 1997 19:26:35 CDT 

From: jackiv@juno.com (John M Iverson) 

To: broehrig@admin.aurora.edu 

Cc: boatanchors@theporch.com 

Subject: Re: Looking for 40 meter crystal for Drake 2-B 
Message-ID: <19970919.102906.3166.0.jackiv@juno.com> 


i think that i may have one. what is the freqency on the xtal? jackiv 


@junocom 

On Wed, 17 Sep 1997 07:57:23 -0500 (CDT) Bob Roehrig 
<broehrig@admin.aurora.edu> writes: 

>On Wed, 17 Sep 1997, Jim Zellmer wrote: 

> 

>> The 11 Mc crystal for the 40 meter band on my Drake 2-B receiever 
>died. 

>> Does anyone out in Boat Anchor land have an extra? 

> 

>This seems to be a very common problem with the 2-Bs. I have seen any 
>number of these sets with the same problem, including both of them I 
>have (or had). Anyone know why this happens? 


E-mail broehrig@admin.aurora.edu 73 de Bob, K9EUI 
CIS: Data / Telecom Aurora University, Aurora, IL 
630-844-4898 Fax 630-844-5530 


VV VV VV 


Date: Fri, 19 Sep 1997 16:36 +0100 (BST) 

From: midshires@cix.co.uk (Andrew Emmerson) 

To: boatanchors@theporch.com 

Cc: midshires@cix.co.uk 

Subject: Surplus Radio Society 

Message-ID: <memo.19970919163606.14745C@midshires.compulink.co.uk> 


I've just come upon two excellent web sites that I thought others would 
appreciate. 


http: //www.dse.nl/ws19/index. html 


is all about the Wireless Set 19. It's in Dutch but the pictures are 
universal. 


http://www. iaehv.nl/users/pbOaia/srs/index.html 
is the home of the Surplus Radio Society, who state 


"We wish to attract, welcome and support those serious people who have a 
true heart for nostalgic surplus equipment, military or otherwise. If 
that's you and if you wish to know more or join us: please feel free to 
write us: 

SURPLUS RADIO SOCIETY 

P.0.BOX 887 

3700 AW ZEIST 

THE NETHERLANDS 


We will gladly answer your letter and direct you further along. 


73, be hearing you, 
Hank Huizinga PAoPRT/9H3IB (ex W2TRG)" 


There are loads of goodies and links there. 
Also look at http://www.televak.nl/ram.html 


this is Radio Amateur Magazine, with the largest set of international ham, 
SWL, satellite and other radio links I've seen in many a month. 


73, Andy G8PTH. 


Andrew Emmerson/Midshires Mediatech/405 Alive 
tel: 01604-844130, international +44 1604-844130 
fax: 01604-821647, international +44 1604-821647 


Andrew Emmerson/Midshires Mediatech/405 Alive 
tel: 01604-844130, international +44 1604-844130 
fax: 01604-821647, international +44 1604-821647 


Date: Fri, 19 Sep 1997 16:36 +0100 (BST) 

From: midshires@cix.co.uk (Andrew Emmerson) 

To: boatanchors@theporch.com 

Cc: midshires@cix.co.uk 

Subject: Re: Rack sizes 

Message-ID: <memo.19970919163608.14745D@midshires.compulink.co.uk> 


The received wisdom this side of the pond is that relay racks gained their 
size from what are known as multiple switchboard sections of the old 
manual telephone switchboards. The idea was that a telephonist should be 
able to reach all the jackfields in her own section of the multiple and in 
the sections to her left and right. It transpired that the ideal width of 
one multiple section was 2 feet. Allowing for the stout wooden framing 
used, this left an ‘active' width of 19 inches, a measurement which 
allegedly 'spread' to other telephone equipment. As for the vertical unti 
Spacing, I cannot say, except that both the 'U' measurement and the 
19-inch width are well-nigh universal throughout the world, at least in 
this context. 

Repeater and transmitter equipment uses either narrower (taller) or wider 
racks, but the 19-inch is still the most common. 


73, Andy G8PTH. 


Andrew Emmerson/Midshires Mediatech/405 Alive 
tel: 01604-844130, international +44 1604-844130 
fax: 01604-821647, international +44 1604-821647 


Date: Fri, 19 Sep 1997 09:09:37 -0700 

From: anders@autopsy.csd.sgi.com (Greg Anders) 

To: n4xy@bellsouth.net, Old Tube Radios <boatanchors@theporch.com> 
Subject: Re: Best BA RX is under the table 

Message-ID: <9709190909.ZM17230@autopsy.csd.sgi.com> 


OK, I can't let this "best of breed" conversation go on any longer 
without introducing what I think is the best overall AM receiver ever built. 


Any model in the RCA AR88 family blows the socks off all of the 
following radios I have in my shack... 


R390A 
SP600IX 
75A4 
HRO5SOT 


1. The AR88 is hot all the way to 10M 

2. The IF, when properly aligned provides excellent 8kc and 4kc 
selectivity 

3. The audio is as smooth as any SX28,HRO50 or SP600 

4. Its hands down the quietest receiver I own in QRN conditions 

5. Its as stable and resetable as my A4 or R390A 


Now, if it only had frequency resolution of the A4 or 390A it would 
be no contest in my mind... 


But, as someone already said here, each radio has at least one 


shortcoming that makes it manditory to try em' all.... 


Just my $.0005 


Greg Anders 


"If at first you don't succeed...... then skydiving is not for you" 


anders@autopsy.sgi.com 
KG6YV 


Date: Fri, 19 Sep 97 11:15:01 CDT 

From: listown@jackatak.theporch.com (Mail List Owner) 

To: boatanchors@sco.theporch.com 

Subject: ADMINISTRIVIA: Over Quoting 

Message-ID: <199709191615.LAA12069@jackatak.theporch. com> 


Gang- 


Please accept this periodic posting as a gentle nudge and suggestion 
intended to improve the quality of posts to the BoatAnchors list, and 
as an effort to maintain our excellent (and high) signal to noise 
ratio... 


The list culture is to include only those portions of a prior post 
that are required to maintain the context of your comments. We have 
always tried to reduce the amount of "chaf" on the list, and this 
is one way. 


In private mail between you, a subscriber, and me,, as list manager, 

I really don't care one way or the other, but when posting to the list, 
there are at least two issues of concern: 

one, the increased bandwidth from including extra text. 

With the trial subscriptions and full members, the number of copies 

of each post mailed out change the impact of each extra word so that 
each single character becomes 1KB of mail! 

second, when not editing out included text, it sends a not too subtle 
message to the list, that the poster considers his/her own time to be 
more valuable than the collective time and energy of the 600-700 readers 
on the list... not exactly a "positive" message! ;%) 


Treat the list as a symposium. In such an environment, with 600 others 
attending who have paid to be there, it is unlikely you would repeat 
someone else's portion of a conversation in its entirety as part of 
your own remarks... it would become very tedious, very quickly, if you 
did... especially if you repeated even the closing signature block of 
the previous message. 


Thanks for your understanding and help in making the boatanchors list 
have the highest signal to noise on the InterNet. 


73 
Jack, W4KH/Mobile - - - BoatAnchor Mailing List Owner - - - 
listown@jackatak.theporch.com - "Plus ca change, plus c'est la meme chose" 


Date: Fri, 19 Sep 1997 14:00:20 +0000 

From: "Lawrence R. Ware" <lrware@pipeline.com> 

To: boatanchors@sco.theporch.com 

Subject: The panadaptor lives... 

Message-ID: <3.0.32.19970919140010 .006c8498@pop.pipeline.com> 


Good evening firebottle fans: 
Once again I have a problem and my solution is to ask 
the collective list wisdom... :-) 


I picked up a home brew panadaptor at Shelby this year. 

I was told it was based on a ARRL handbook article, the $64 questions 
are: Which one? And will somebody photocopy the article for me? 

Could perhaps of been the "West Coast" handbook, instead of the 


ARRL version. Maybe QST or even CQ... I'm not sure where the heck it 
came from... :-) But I haven't found it in my limited handbook 
collection. 


It has a 1P47 CRT in it, appears to be a complete Crosley brand 
sub assembly, but could of been "lifted" from something else. 

Also has what appears to be a crystal filter deck based on 200KC 
crystals and 12AX7 firebottles. Among the front panel controls are: 
Sweep width step, 2, 20, ox 100KC. 

Resolution, 5, 10, or 2KC. 


Had a chance to play with it finally: Darn thing almost works! 

Ran it up on the Varic after installing a new 3-wire power cord and 

fuse holder... 

Got a pretty blue long persistence (P-7?) trace, and can see a 455 kHz 
input... <very good news!> 

Trace is way out of cal, lots of noise, non linear, etc. etc. <bad news> 


The most interesting thing about this is the quality of mechanical 
construction, pretty enough for any handbook photos. :-) 

Electrical construction is wonderful in some places, poor in others. 

Seems to have built up from sub-assemblies placed on small metal 

sheets then screwed into matching cutouts on the main chassis deck. 

Almost all wiring in harnesses, 90% very good soldering work, 10% very poor 
soldering with a *BIG* Iron.. :-( Appears someone tried to either 


fix it or modify it after the initial builder... :-( 
Some kinda strange stuff, IF cans shorted with a cap from input side to 
output side, etc.... Bad IF can?, or poor mod? Only time will tell. 


I would very much like to get this poor thing fixed up and working 
properly again. But I need to know what is proper for it... 


Can someone ID this beast? 
Can someone send me the docs? 
Inquiring BA collector wants to know... 


-Larry 


dF Larry's Home for Wayward Test Equipment & Old Radios (tm) 
# Let your equipment retire in sunny central Florida. 

# Intensive Care, Private Bench Space, Frequent Use, 

d## Factory trained HP, Tek & Fluke Surgeon on staff. 

d## Good Home Guaranteed or double your junk back! 

# lrware@pipeline.com - Orlando, FL - 


Date: Fri, 19 Sep 1997 15:33:02 EDT 

From: winml@juno.com (Lock Pingree) 

To: boatanchors@sco.theporch.com 

Subject: SP-600 dial slipping 

Message-ID: <19970919.115650.8151.1.winml@juno. com> 


Hi Gang; 


I'm wondering if anyone has had this problem with their SP-600 and 

found a permanent fix. I tried some phono no-slip stuff and it worked 

for a couple of months but then must have worn off, because it's slipping 
again. 

If anyone's been down this road a knows a fix I'd really like to hear 
about 

it. 


73, 


Lock 


WINML/7 


AMI 4639 QCWA #15033 
Phoenix, AZ 


Date: Fri, 19 Sep 1997 15:38:42 -0400 

From: Richard Post <post@ouvaxa.cats.ohiou.edu> 

To: boatanchors@theporch.com 

Cc: kb8tad@qsl.net 

Subject: Need Heath HR-10B schematic, etc. 
Message-ID: <v03007801b0486c56cd81@[132.235.51.126]> 


Anchorites, 


I picked up a Heath HR-10B at the Wheeling, WVa, hamfest last week-end. Got 
it working but am in need of a schematic and a couple of other pages from 
the manual to get its performance up to snuff. Don't need the "build it" 
info. Heath typically provides a voltage chart and a summary "how it 
works" section. Can trade copies from my fair-sized Heath and other manual 
collection or will reimburse the usual copy and mailing costs. 


Tnx es 73 de Rich KB8TAD 


BA Pix 

http: //ouvaxa.cats.ohiou.edu/~post/PIX/BA. html 
mirror site 

http: //www.qsl.net/kb8tad/ 


Museum of Radio and Technology 
http://www. library.ohiou.edu/MuseumR&T/museum. htm 


Date: Fri, 19 Sep 1997 15:43:52 -@400 (EDT) 

From: KA9EGW@aol.com 

To: boatanchors@theporch.com 

Subject: Re: Best BA rx is under the table 

Message-ID: <970919154230_-1630341724@emout01.mail.aol.com> 


My humble 2 cents worth--the best BA rx is not a single piece of equipment. 
It's 4: the 513 series, culminating in the 5134. 

And I agree with Ben Hall; these were cost-is-no-object military contract 
goods and the design reflects it. 


13% 


Date: Fri, 19 Sep 97 15:27:07 EDT 

From: w2ec@VNET.IBM.COM 

To: boatanchors@sco.theporch.com 

Subject: Part wanted: Collins 32S-3 power/function switch 
Message-ID: <199709191950.0AA28699@sco.theporch. com> 


Looks like I may need a power/function switch to repair a 32S-3. Might be 
the same as the switch used in the other 32S series xmtrs? Anybody have 
a parts 32S I can get the switch from? 


73, Ray W2EC w2ec@vnet.ibm.com 


Date: Fri, 19 Sep 1997 12:53:12 -0700 

From: Scott Robinson <spr@earthlink.net> 

To: lrware@pipeline.com 

Cc: Old Tube Radios <boatanchors@theporch. com> 
Subject: Re: The panadaptor lives... 
Message-ID: <3422D828.3039B30@earthlink.net> 


Larry abd the gang, 
I can enlighten you as to only this: 


Some kinda strange stuff, IF cans shorted with a cap from input side to 
output side, etc.... Bad IF can?, or poor mod? Only time will tell. 


This is probably an overcoupling mod to widen an existing IF 
transformer's bandwidth. 


Regards, 


Date: Fri, 19 Sep 1997 15:53:44 -0400 

From: "Chuck O'Neal" <coneal@ultranet.com> 

To: "'BOATANCHORS LIST POST'" <boatanchors@sco.theporch.com> 
Subject: WANTED: UTC LS-6L4 transformer 

Message-ID: <Q1BCC514.52EFDB40@d5.dial-7.wor.ma.ultra.net> 


Hi folks, 


Anyone have one of these willing to part with it for reasonable $$$ 


Need one for an experiment. 
Thanks! ! 


Chuck. ..KLKW 


Date: Fri, 19 Sep 1997 17:42:21 -0400 

From: Richard Post <post@ouvaxa.cats.ohiou.edu> 

To: boatanchors@theporch.com 

Subject: Thanks for quick response re HR10B docs 
Message-ID: <v03007802b048a10031a0@[132.235.51.126]> 


Hi Anchorites, 


I received a couple of responses to the my request for a schematic and 
other info from a Heath HR-10B manual even before getting my own message 
back. 


My thanks to you folks for representing the traditional best of ham radio, 
the willingness to help out. 


73 de Rich KB8TAD 


Date: Fri, 19 Sep 1997 17:46:59 -0700 
From: "James R. Binkley" <w4aos@his.com> 
To: boatanchors@theporch.com 

Subject: Re: Best BA RX is under the table 
Message-ID: <34231D03.4E6C@his.com> 


First we have to decide what "BEST" means. There are many ways to judge 
a receiver. You can judge it by its appearance, is it funky, is it 
cute, is it impressive,etc. You can judge it by its relative scarcity, 
or by the demand for it. You can judge it by its operating convienence 
e.g., appropriateness of control placement and ease of tuning. You can 
judge it by its technical performance parameters, e.g., image rejection, 
frequency stability, frequency calibration, third order intercept, audio 
output power, selectivity ranges available, passband ripple, noise 
figure, agc range, anl effectiveness, reliability, dynamic range, 
etc.,etc. 


I'm not trying to be a smart-alec, I just wanted to point out that best 
is really a subjective term and means different things to different 


people, a lot of sets that wouldn't make anyones best list could have 
some good features in some categories. 


For myself being an engineer, I naturally look at the technical side of 
the features, but I must confess that appearance and operating 
convenience also weigh in when I appraise the desirability of a 
receiver. 


I doubt that we collectively ever could form a universally endorsed set 
of ranked receiver attributes among the group, and probably there is no 
need to, but maybe it would help when someone mentions a reciever as 
being one of their personal best units if they would also give a little 
dissertation on what features they value in a receiver and how that 
particular receiver stacks up in those departments. 


73 Bob w4aos@his.com 


Date: Fri, 19 Sep 97 12:46:18 

From: “al parker" <al_parker@kacc.com> 

To: W4EJ@coastalnet.com, boatanchors@theporch.com 
Subject: RE: HQ-170 noise, etc. 

Message-ID: <9708198746.AA874698378@ccuucp.kacc.com> 


Thurs., Dave wrote: 

xHey gang, well now that we are on the subject of HQ-170's, I need a favor 
xfrom the Hammarlund gang. I need someone(s) to set their receiver to 20 
xmeters, ssb/cw mode, 1KHZ filter selection, slot filter out, age off, rf 
*xgain max, af gain max, both sidebands selected and antenna shorted. Under 
xthese conditions, measure the audio output voltage across a 3.2 or 8 ohm 
xspeaker and tell me what audio power you get. .085 020 

*xIn other words, I need to get an idea of the idle noise of the receiver at 
xmax gain. I'm troubleshooting a noisy rx front end and this measurement 
xwould be most helpful. 


*xFWIW= I have never owned a receiver that had a more effective notch filter 
xsystem than a HQ-170. At least not in any sand state radio I've ever used. 


*73 and thanks Dave 


Dave, 

I didn't realize I had the best BA under the table, but knew 
it was a good one. Was glad to see M N Hopkins' treatise. I 
picked mine up off the floor this AM to make your measurements, 
and then spent a while listening to it. I was thinking of 
putting it on the block, since several other things have 


cluttered the shack since it came in. Maybe I'll hold on to ita 
bit longer. 

Anyway, set it up as you requested, and was a bit surprized at 
the low readings I got. Per your settings, I get .085 volts. 
Then I reduced the RF gain to 0, and got .02. It did seem a bit 
noisy at .085, but I guess not unbearable, concerning the AF gain 
was at max. 

Hope that's a help to you. 

73, Al, W8UT al_parker@kacc.com 

Dublin, CA 


Date: Fri, 19 Sep 1997 18:19:30 -0400 (EDT) 

From: "P. J. Rovero" <provero@connix.com> 

To: "Lawrence R. Ware" <lrware@pipeline.com> 

Cc: Old Tube Radios <boatanchors@theporch.com> 

Subject: Re: The panadaptor lives... 

Message-ID: <Pine.BSI.3.95.970919181627 .19064A-100000@comet.connix.com> 


Non linear response might be a feature. The RBU panadapters 
(designed for use with the RBB and RBC superhets in WWIT) 
had a passband response that was the *inversex of the 
receiver's passband response so that the sum total 

would be a flat passband. Tat allowed them to have a 
relatively flat passband well beyond the nominal 

selectivity limits of the receiver. 


P. J. "Josh" Rovero email: provero@connix.com 
Oceanographer work: rovero@sonalysts.com 
Meteorologist radio: KK1D 

Curmudgeon at Large web: http: //www.connix.com/~provero/ 


On Fri, 19 Sep 1997, Lawrence R. Ware wrote: 


> Good evening firebottle fans: 

> Once again I have a problem and my solution is to ask 

> the collective list wisdom... :-) 

> 

> I picked up a home brew panadaptor at Shelby this year. 

> I was told it was based on a ARRL handbook article, the $64 questions 
> are: Which one? And will somebody photocopy the article for me? 

> Could perhaps of been the "West Coast" handbook, instead of the 

> ARRL version. Maybe QST or even CQ... I'm not sure where the heck it 
> came from... :-) But I haven't found it in my limited handbook 


VV VV VV VV VV VV VV VV VV VV VV VV VV VV VV VV VV VV VV VV VV VV 


collection. 


It has a 1P47 CRT in it, appears to be a complete Crosley brand 
sub assembly, but could of been "lifted" from something else. 

Also has what appears to be a crystal filter deck based on 200KC 
crystals and 12AX7 firebottles. Among the front panel controls are: 
Sweep width step, 2, 20, or 100KC. 

Resolution, 5, 10, or 2KC. 


Had a chance to play with it finally: Darn thing almost works! 

Ran it up on the Varic after installing a new 3-wire power cord and 

fuse holder... 

Got a pretty blue long persistence (P-7?) trace, and can see a 455 kHz 
input... <very good news!> 

Trace is way out of cal, lots of noise, non linear, etc. etc. <bad news> 


The most interesting thing about this is the quality of mechanical 
construction, pretty enough for any handbook photos. :-) 

Electrical construction is wonderful in some places, poor in others. 

Seems to have built up from sub-assemblies placed on small metal 

sheets then screwed into matching cutouts on the main chassis deck. 

Almost all wiring in harnesses, 90% very good soldering work, 10% very poor 
soldering with a *BIG* Iron.. :-( Appears someone tried to either 

fix it or modify it after the initial builder... :-( 

Some kinda strange stuff, IF cans shorted with a cap from input side to 
output side, etc.... Bad IF can?, or poor mod? Only time will tell. 


I would very much like to get this poor thing fixed up and working 
properly again. But I need to know what is proper for it... 


Can someone ID this beast? 
Can someone send me the docs? 
Inquiring BA collector wants to know... 


-Larry 


dF Larry's Home for Wayward Test Equipment & Old Radios (tm) 
# Let your equipment retire in sunny central Florida. 

# Intensive Care, Private Bench Space, Frequent Use, 

d## Factory trained HP, Tek & Fluke Surgeon on staff. 

d## Good Home Guaranteed or double your junk back! 

# lrware@pipeline.com - Orlando, FL - 


Date: Fri, 19 Sep 1997 23:22:54 +0000 

From: "John H. Dilks III" <oldradio@worldnet.att.net> 
To: boatanchors@theporch.com 

Subject: Homebrew Xmtr & Rcvr sold at AWA is on the web! 
Message-ID: <19970919232252 .AAA25276@LOCALNAME> 


A real nice Homebrew Xmtr & Rcvr that sold at AWA communications 
Auction is on the web! Part of the AWA coverage at the NJARC site: 


http: //www.eht.com/oldradio click on the "AWA" link. 
If you ever built a rig, or wanted to, you'll like this! 


73' John Dilks, K2TQN 


| http: //www.eht.com/oldradio 
| Exclusive Report! 1997 AWA meet in Rochester -- Auction Results. 
| Updated September 17, 1997 - Please visit. 


Date: Fri, 19 Sep 1997 17:57:44 -0700 

From: "Daniel H. Arney Jr." <kn6édi@idt.net> 
To: anders@autopsy.csd.sgi.com 

Cc: Old Tube Radios <boatanchors@theporch. com> 
Subject: Re: Best BA RX is under the table 
Message-ID: <34231F85.7DCFO815@mail.idt.net> 


Greg Anders wrote: 


I have to agree with Greg my AR-88LF blows the socks off of all of the 
Recceivers in my shack including SS equip.I have 
75-A4.388-390-390A183D-125-NC-303-HQ-100,110,120,140,140X-170-180-Sp600- 
HRO-50T -60-Hq200-SX100-101-RME-4350-BC-348-SP-200. 


AR88 is tops here.did not even tweak it 
Hank KN6DI 


OK, I can't let this "best of breed" conversation go on any 
longer 
without introducing what I think is the best overall AM receiver ever 
built. 


VV VV WV 


> Any model in the RCA AR88 family blows the socks off all of 
> the 


> following radios I have in my shack... 
> 

R390A 

SP600IX 

75A4 

HROSOT 


1. The AR88 is hot all the way to 10M 

2. The IF, when properly aligned provides excellent 8kc and 
Akc 

selectivity 

3. The audio is as smooth as any SX28,HRO50 or SP600 

4. Its hands down the quietest receiver I own in QRN 
conditions 

5. Its as stable and resetable as my A4 or R390A 


Now, if it only had frequency resolution of the A4 or 390A it 
would 
be no contest in my mind... 

But, as someone already said here, each radio has at least one 


shortcoming that makes it manditory to try em' all.... 


Just my $.0005 


Greg Anders 


"If at first you don't succeed...... then skydiving is not for 
you 


anders@autopsy.sgi.com 
KG6YV 


VVVVV VV VV VV VV VV VV VV VV VV VV VV VV VV VV VV VV 


Date: Fri, 19 Sep 1997 15:38:42 -1000 


From: Jeffrey Herman <jeffreyh@hawaii.edu> 

To: Boatanchors List <boatanchors@sco.theporch.com>, 
Boatanchors II <boatanchors@listserv.tempe. gov> 

Subject: Book FS 

Message-ID: <Pine.GS0O.3.95q.970919153559 .13116A-100000@uhunix3> 


ELECTRIC MACHINES, STEADY-STATE THEORY AND DYNAMIC PERFORMANCE, 2nd Ed., 
by Mulukutla S. Sarma, brand new condition: $20 + shipping. 
Jef£ KH2PZ / KH6 


End of BOATANCHORS Digest 1682 
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